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Exhibit 1:  SERI Data Base Alternative Solar Technologies

Solar Heating and Cooling of Buildings (SHACOB)

1.  Active Solar

2.  Passive Solar

3.   Solar Thermal

Agricultural and Industrial Process Heating  (AIPH)

4.  Parabolic Dish AIPH

5.  Parabolic Trough AIPH

6.  Flat Plate AIPH

Photovoltalcs

7.  Residential Photovoltaics

8.  Centralized Photovoltalcs

9.  Large Wind_Energy System
Collection System

10.  Agricultural/Forestry Residue Collection

11.  Biomass Farm Production

12.  Municipal Solid Waste Electric Utility

C o nyer s ipn Sy^t ems

13-  Manure Gasification - Anaerobic Digestion

14-  Agriculture/Forestry Gasification Pyrolysis

15.  Biomass Wood Stoves

16.  Biomass Electric Utility Systemhis   information  includes:
